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LIMITED OFFICIAL USE ATHENS 3901 

E.O. 11652: N/A 
TAGS: BEXP, BENC.GR 

SUBJECT: REQUEST FOR INFORMATION ON PROJECT STATUS 

EMBASSY ATHENS HAS BEEN INFORMED THAT ELECTRONIC TELEX 
EXCHANGE RECENTLY INSTALLED BY NIPPON ELECTRIC IN PAKISTAN 
IS NOT OPERATING, ALLEGEDLY AS A RESULT OF TECHNICAL 
DIFFICULTIES ENCOUNTERED BY THE JAPANESE FIRM. SINCE 
NIPPON ELECTRIC HAS BEEN SELECTED BUT ONT APPROVED BY GOG TO 
INSTALL A $5 MILLION ELECTRONIC TELEX EXCHANGE FOR THE GREEK 
PTT, ANY INFORMATION ON THE ALLEGED DIFFICULTIES IN PAKISTAN 
WOULD BE APPRECIATED. INFORMATION WOULD BE USEFUL TO U.S. 
SUPPLIERS ALSO INTERESTED IN THE GREEK TELEX PROJECT. 
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